To: Steve Smith[Steve. Smith@Kinross.com] 

Cc: Cheung, Wendy[Cheung. Wendy@epa.gov]; Schuller, Jennifer[Schuller.Jennifer@epa.gov]; 

Copt, Britta[Copt. Britta@epa.gov] 

From: Davenport, Clark 

Sent: Mon 12/9/2013 3:18:09 PM 

Subject: RE: TVX Mineral Hill UIC permit 


Steve - thanks for the update. Should TVX decide to close out the permit, the steps outlined in 
the permit need to be followed. Also, you may wish to call to the Pennit Manager, Dr. Wendy 
Cheung 303.312.6242. 


G. Clark Davenport 
US EPA, Region 8 
8ENF-UFO, Class V 
Underground Injection Control 
1595 Wynkoop 
Denver, CO 80202-1129 


From: Steve Smith [mailto:Steve.Smith@Kinross.com] 
Sent: Friday, December 06, 2013 2:29 PM 
To: Davenport, Clark 
Cc: 'RonBurke@KennedyJenks.com' 

Subject: TVX Mineral Hill UIC permit 


Clark, 

I appreciate you contacting me a couple weeks ago regarding the UIC Pennit at the TVX 
Mineral Hill site. After reviewing the circumstances, we have decided to keep the pennit in 
place for a while longer as we determine final closure configurations for the site. We will 
continue to submit our monthly report letters as in the past. Please let me know if there is 
anything else that I need to do in regards to this permit at this time. Thanks! 
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Steven C. Smith 


Environmental Manager, Reclamation Operations 

cell: (208) 850-7394 
MT phone: (406) 848-7421 
MT cell: (406)600-0675 

steve.smith@kinross.com 

Kinross Gold USA, Inc. 

A Kinross Company 
5370 Kietzke Lane, Suite 102 
Reno, NV, USA 89511 

www.kinross.com 
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